ae 


[THE AUDITOR: 


Volume 11, October 1974, Published Monthly by the Church of Scientology of California, 2723 W. Temple Street, Los Angeles, California 90026. 


SWIDE 


THE MONTHLY JOURNAL OF SCIENTOLOGY 


L. RON HUBBARD has just suspended 

the Primary Rundown and Primary Cor- 
rection Rundown as prerequisites to train- 
ing. 
You are only required to do the 
Applied Scholastics Basic Study Manual 
(unless you’ve already done a Student 
Hat Course or Primary Rundown) and 
Method One Word Clearing for Level 0-IV 
students on up. (Including Org Exec 
Course). 


TWIN CHECKOUTS SUSPENDED 

You do not need a twin. You now sign 
off items as soon as you know and can 
apply them. 


EXAMINATIONS SUSPENDED 

You pass each course by attestation 
that you have properly enrolled on the 
course, studied and understand all its 
materials, done the drills, and can produce 
the result required in course data. 


YOU ARE NOW AWARDED A 
PROVISIONAL CERTIFICATE. 

(Provisional certificates expire within 
one year if not validated). 


INTERNSHIP OR FORMAL 
AUDITING EXPERIENCE. 

An auditor does an internship to show 
he can produce flubless results. At this 
point your certificate is validated. For 
other courses, you demonstrate you can 
apply what you studied by producing an 
honest statistic with it for a validated 
certificate. 


SUPERVISORS HELP 


As a fast flow student you are assisted 


REVITALIZATION OF TRAINING 


All Barriers Removed! 


by course supervisors with word clearing 
as needed. 


ARBITRARY REQUIREMENTS 
REMOVED. 

There is no fixed requirement of so 
many hours audited or number of com- 
pletions produced. The requirement for 
course completion is “has produced the 
result required in the materials.” 


NOW ON PRIMARY RUNDOWN? 

You may complete it or move over to 
your next course. Any donation paid on 
a Primary Rundown not yet half done 
may be applied to next course. If more 
than half completed, donation is not 
refundable. 


QUALIFICATIONS 
The Qualifications Division is responsi- 
ble to see Scientology tech remains 
standard and flawlessly applied. 


CLASS VII NO LONGER RE- 
QUIRED FOR CLASS VIII. 

At Class VII an auditor learns the 
precision Power Processes. This course 
will now be available only to Church staff 
on 5 year contract and Sea Org Members. 
All other Class VIs will go on to Class 
VIII without VII. 


MOVE onto your next course now. 
You can still be at ASHO this year for 
your Saint Hill Special Briefing Course 
and higher level training. 

Many more auditors are needed right 
now. Ron has removed all barriers to 
revitalize training across the world. Start 
today! 


ASHO Field Staff Member 


Awards! 


Field Staff win training by helping others 
move up the Bridge to ASHO 


THE PROGRAM 

For every two people you select for 
ASHO services who arrive within a given 
quarter, you are awarded 1/5 of the 
Saint Hill Special Briefing Course! These 
fifths add up each quarter as you earn 
them. 

If you’re an individual Field Staff 
Member who has already done the Brief- 
ing Course you may apply an equivalent 
award to your next course. 

This ASHO program is in addition 
to 10% commission paid you on auditing 
donations and 15% commission on the 
training donations of those you select 
for ASHO services. 

THE WINNERS 


Here are the winning FSMs for 


the first 3 quarters of 1974: 
Full SHSBC: 
Scientology Palo Alto 

Scientology Denver 

4/Sth of the SHSBC 
Scientology Adams 

Scientology Davis 

3/Sths of the SHSBC 

Church of Scientology San Francisco 
2/Sths of the SHSBC 
Scientology Albuquerque 
Scientology Berkeley 

Scientology Charlotte 
Scientology Los Gatos 


Church of Scientology Phoenix 
Church of Scientology Seattle 
1/5th of the SHSBC 

Church of Scientology of Austin, Texas 
Scientology Calgary 

Doreen Casey 

Scientology Ft. Lauderdale 
Church of Scientology Hawaii 
Scientology Houston 

Jim Kalergis 

Helen Kitchin 

Scientology Long Beach 

Leif Magnusson 

Scientology New Hope 

Church of Scientology New York 
Scientology Sacramento 
Scientology Santa Clara 

Church of Scientology Toronto 
Scientology Tuscon 

Church of Scientology Vancouver 
Pem Wall 

Church of Scientology Washington D.¢ 


SEND PEOPLE TO ASHO NOW 


Last quarter for 1974 ends December 


31st. Tell your friends about the new 
fast flow training breakthrough—send 
them to ASHO for the Briefing Cours 
and other services by December 31! 

For assistance, information, and trair 
ing as a Field Staff Member. writ | 
Director of Clearing ASHO 


L. Ron Hubbard checks a Mark V E-Meter against prototype (left). (Photo taken 1962). The 
E-Meter designed by Ron is used in auditing by Scientology Ministers all over the world today. 


“THE BIG 
AUDITING PROBLEM” 


by L. Ron Hubbard 


Auditing does require a certain amount 
of stamina. It takes a certain amount of 
what it takes just to stay around Scien- 
tology—there is that, you see. It takes a 
certain amount of—to use a technical 
term—“guts”. You know that. In the 
first place, the problem of living is com- 
plicated by the fact that you know what 
the other fellow is doing, and he doesn’t. 
You go down to the bank and your 
communication is disturbed by the de- 
gree that you know the fellow behind the 
teller’s window is a 1.5, the like of which 
you’ve never seen before, and he thinks 
he’s just a good average human being 
doing a job, and you count your change 
more carefully than you would on some 
other bank teller. 


Now there is a tremendous advantage 
in this. You don’t walk around all the 
time in a figure-figure wondering what’s 
wrong with you because you don’t always 
get along invariably with other people 
uniformly well. Now you realize that the 
bulk of the human race is walking around 
with the belief that there is something 
wrong somewhere, but they don’t quite 
know what it is and it worries them. Now 
when you get up to a degree where you 
have some idea ol this WOTTY you are 
iware of the factor 


LESS awareness is the road out—and that 
is the road down into the basement. 


All right—you live in a world that is 
trying right now to commit suicide on 
the grandest scale it has ever attempted, 
although I will say that when they dug 
up that last cave down in the Middle East 
and found seven civilizations they did 
find under the shreds of the seventh 
civilization green glass, which looked 
awfully like the green glass from an 
atomic explosion out in the middle of the 
New Mexican desert. In other words, tens 
of thousands of years ago there was 
evidently another atomic blast, and per- 
haps everybody has been coming forward 
through barbarism and so on up the 
line. 


So although it is pretty hard to live 
around Scientology very often—somebody 
tells me, “You know, that is awfully 
restimulative material which is in these 
lectures” (I’ve heard this said two or 
three times), “Oh, I don’t know, I’ve sat 
through a lot of lectures and it just 
restimulated me and I’m in terrible shape 
now.” And [ve also heard somebody in 
the organization look at a remark like 
say, ‘Well, the only 
‘ance is that you’re in terrible 
4 but now you know it.” 


this and laugh. They 


in bad shape, it’s better to 
ian not know it, that’s for sure 


Vhat happens to Scientology and Sci- 
ntologists in a world of this character? 


should we 


happens to us? Why 


know what we know and know it well, 


_ continued from front page - 


sont That's: because your Basic. 


and - good boy.” He smiled, looked sort of 
fda toward the world at large will 


dazed—it really shook him. And ever 
since then he’s been saying—he always 
says it with enthusiasm, but with this he 
just about burst the walls — HELLO, 
DADDY! He is really in communication. 
Probably the first time it’s happened to 
him in seventy-six trillion years. You get 
the idea! Somebody did give him an order 
and then did finally acknowledge that he 
had executed it. But there is a common 
lag on executing such an order as “Be 
good,” or “Go to sleep,” and there is 
never an auditor there to say “Thank 
you”, never an auditor there to say “you 
did it.” So life is finished with these 
tremendous numbers of unfinished cycles. 


w titude toward a preclear if you are going 
o accomplish any survival at all. To get 
anybody to do anything will probably 
pate an auditor here in the near future. 


-1 will give you an interesting example 
If you can tell the difference 
1 a lot of little kids you run into, 
and psychos, PI give you a medal. Now 
the funny part of it is that little kids 
~ have something to hope for. They have 
the future to grow up into. And that’s 

_ their only asset. Almost everything else 

is o debit side of the column. Here 
-iş this poor devil who has been slugged, 
he’s just lost a body, he’s been put into 
a state of anxiety, here he’s got another 


Power Processing removes the 
inner barriers to your 
leaving you able to 
you want to do. 


ower — 
o what 


If one is bad, it gets acknowledged, 
confirmed and pushed around, but if he’s 


E 


body, is it going to get along right or isn’t 

the hope that it will grow and 
that alone can carry him forward and 
colour the world brightly for him, but at 
‘the same time he is suffering from death 
shock. And because he is suffering from 
death shock, he is coming along very 
timidly with his learning. Now that is the 
condition a little kid is in, and when you 
KNOW that a little kid is in that condi- 
tion, boy! can you handle him! You don’t 
label him with this omnipresent over-used 
term “insane”, or “psychotic”, you don’t 
do that. This person is having a terrible 
time trying to adjust himself to his 
environment and control a body which is 
suffering from many responses he does 
not understand, and he is at his wit’s end. 
The delusions of children and death 
delusions are quite similar. When a person 
dies and starts to pull out of that body, 
he generally snaps in on himself a torrent 
of facsimiles of one kind or another. He 
has all sorts of weird things that go 
“boomp in the night” present themselves 
at that moment. 


When the kid gets worried, he’s wor- 


ried.. Now who can handle him? Mamas 


_and papas across the aie of Earth today, 


particularly in America, have just about 
given up. We have a whole philosophy— 
we hardly dignify it with the name of 
Science or even really dignify it with the 
name of Philosophy—which tells us that 
the child must be permitted to express 
himself, that you let the child do anything 
he pleases in any direction that he pleases 
and he will be all right—now that is 
modern psychology at work with children, 
and it is not true. 


A child requires understanding and a 
child requires assistance in controlling the 
environment around him which is already 
too big, too strong, and is moving much 
too fast on him. He has to be set a good 
example of 8-C. I am not now talking 
about heavy discipline. I'll show you the 
shortness of discipline. How many people 
have told you to be a good boy or a good 
girl. They never came to you and said, 
“Thank you for being a good boy or a 
good girl.” I almost startled little Quentin 
out of his wits a couple of evenings ago. | 
told him to be a good boy now and go to 
sleep. He was feeling upset. ‘Stay in bed, 
now, get some rest.” He was very quiet 
for ahalf an hour. | went downstairs again 
and noticed he was still awake, and I 
said “Thank you very much for being a 
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good, it’s sort of neglected. That is an 
interesting factor right there. But all I am 
telling you is that children, and now the 
entirety of this world in which we are 
living, presents to us an auditing problem. 
We are rich in being able to understand 
what is happening in our environment and 
we are rich also in knowing exactly how 
to handle such a circumstance or condi- 
tion. Nobody knew before. That is factu- 
ally true here on Earth. 


L. RON HUBBARD 
Founder 


1957, Pab 119 from the SHSBC 


To fully understand what 
they mean, get Power Processing 
yourself, and release all the 
abilities you really have. 

“It was like walking out of a 
movie theater into the real, 3- 
dimensional world. And the real 
world is an easier place to get 
things done!” said one recent 
ASHO Power Release. 

POWER is the vital step that 
makes you bigger than the re- 
active mind, able to conquer it 
completely and go Clear. 

It's easy! Give yourself 2 
weeks. Come to ASHO. Superb 
Class VII Auditors deliver these 
precise processes to you. (No 
training is required on your part, 
only Grade IV Release). 

Donation: $1200. Sign up in 
advance and receive a 5% dis- 


sasnroucav 


i = 
By nE 
L RON p 
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DIANETICS, MODERN SCIENCE OI 
MENTAL HEALTH, by L. Ron Hubbard 
“People run on 1/20th of their mental 
power,” Ron writes. This dynamic best 
seller vividly describes the mind—its parts, 
how it works, and how its full abilities can 
be restored. $7. 


SICENTOLOGY: FUNDAMENTALS OI 
THOUGHT by L. Ron Hubbard. A sum- 
mation of results of 50,000 years of 


thinkers, valuable both to the beginner and 


advanced student of Scientology. Relation 
of the spirit to the mind and body is here 
explained. $4 

SCIENCE OF SURVIVAL by I Ron 
Hubbard. The integrity and personality of 
any person can be accurately assessed by 
studying this book. You can predict how 
people will react in life—and never be fooled 
by appearances. In this book Ron describe 
the role of auditor in society. $7 
ADVANCED PROCEDURI 


AND AXIOM 
by L. Ron Hubbard. A stud ft 


Send check/money order to: Chu 
nization, 2723 West Temple, I 


The Monthly Journal of Scient 


Increase your abilities 


BUY, READ and USE the 
“Basic Scientology Library” 
by L. Ron Hubbard 


a \ 
ee 


Selected as a Scientology basic library by L. Ron Hubbard, these books embrace 
all aspects of Scientology data. Read them. You'll have a much broader understand- 
ing of Scientology, and be able to apply it to your life. 


emotion and effort. Advanced axioms on 
the laws of life force. $5 


SCIENTOLOGY 8-8008 by L. Ron Hub- 
bard. A full rundown on spiritual ability and 
phenomena. Includes “The Factors”. $5 


CREATION OF HUMAN ABILITY by I 
Ron Hubbard. This handbook for Sciento- 
logy auditors takes up specific 
create greater human ability 
axioms of Scientology. $6 


DIANETICS ‘55! by I Ron Hubbard. A 
matter of fact book on the application of 
communication to improve understanding 
ind edom. $4 


processes to 
Includes basic 


Order your Basic Scientology Library 
today! 


A necessity for all auditors and those 
become auditors. Recom- 
Field Staff Members 
5.00 full price. $34.20 with 20% 
iber’s discount 


wi i} 
no Vill 


mended for use by 


That’s how Power 
Releases describe 
Grade Vand VA. 


count! You will be sent a full 
Advance registration packet. 


Come to ASHO 
for Power Now 


Fast flow! SAVE 50% ON 
THE TRAINING ROUTE 
TO CLEAR 


Briefing Course students get 
Power Processing at 50% pro- 
fessional discount. 

SEND your donation to The 
Registrar, Church of Scientology 
of California, ASHO, 2723 W. 
Temple Street, Los Angeles, Ca. 
90026. 

Write the Letter Registrar with 
your plans and any questions 
today. 


All Barriers 
Removed 


Fast Flow 
Training 
IN 


at 


ASHO! 


The last 3 months of 1974 will be the 
most exciting Scientology has seen in 
some time. ASHO, the Training Organiza- 
tion for the Western Hemisphere, is where 
it’s all happening. 

Ron has opened the way for you to 
be here this year, and make your postu- 
late of starting the Briefing Course in 
1974 come true. 

TELL YOUR FRIENDS! They can go 
from Hubbard Apprentice Scientologist 
to Class IV and ready for the Briefing 
Course in about 3% months full time. 
There are. no case prerequisites to the 
Briefing Course except Method One Word 
Clearing. Only provisional Class IV certi- 
ficates is required. 


DO THE BRIEFING COURSE 
IN 1974 
With fast flow training, getting the 


full data from Ron on the Briefing 
Course is more vital than ever. 

If you haven’t done your Briefing 
Course yet, you have just enough time to 


make it to ASHO before the end of 1974 

Spend Christmas at ASHO this year, 
close to source, with the top auditors in 
the Western Hemisphere and with your 
friends. Start your new year off with the 
data to handle life the way you want to 
this coming year 


Join the crowd of students coming onto 
the Briefing Course. NOW is the time to 
move up the Br 

Call or write the Letter Registrar at 
New ASHO with your date of arrival 
right aw ! Make your reservations today 


“Hey, now we can - 
get our training faster!” 9 
ANNE LARSON and 
DREW JOHNSTON 
find out about fast 
flow right from 
source as they read 
Ron’s new policy, 
“Fast Flow Training 
Reinstated” at ASHO. 


This fast flow training is really great. It allowed me to move 
right on to my levels although I was scheduled for the PRD 
first. I can hardly wait to move right onto the SHSBC—then 
on to Clear and OT!! 

ANN LARSON 

Fast flow training has enabled me to move faster toward 
Class IX. As soon as I read the new policy, I decided to take 
advantage of it. I routed off the Primary Rundown and right on- 
to the Expanded Dianetics Course at ASHO. I was done in 8 
days. Now I’m on my internship and doing great! 

DREW JOHNSTON 
LOOKING FORWARD TO SHSBC 

I have looked forward to the SHSBC for five years, and have 
just completed Section I of V. Having been so eager to have this 
Course, it wasn't until I signed off this section that I realized I 
have surmounted a hurdle — and have transformed that hurdle 
into greater understanding. It’s strange that one can really desire 
something to the point it takes a cognition to realize that the 
pure gold isn’t the mass but the knowingness one has made 
their own. 

CLAIRE MELGREN 
LONG-TIME GOAL ACHIEVED 

The Internships are where you really learn to audit, which 
I've been trying to do since 1958, when I first got auditor 
training. Now that study tech and Internships are available, it 
won't take that long for anybody anymore. I’m very happy that 
I finally arrived. 

BUD SHILLING 
Orlando, Florida 


LEARNED MORE THAN EXPECTED 

This course has been the most rewarding and enlightening 
experience that I can remember. Of couse, it handled the 
questions I had as a IV and I learned much more than I could 
have imagined. It’s great to do this course at ASHO where I 
never had a problem that wasn’t handled immediately by the 
fine supervisors and technical and qualifications personnel. 

Thanks to all staff, who helped more than they know. 
JACK M. HERSHBERGER 
Class VI Auditor 


This is THE professional course that makes you 
a Hubbard Senior Scientologist, at cause in your 
environment and able to stay that way. 


GET ALL THE DATA 


Only a Class VI Auditor has all the data that lies 
behind every command of every process at lower levels, 
how it evolved, how it’s run, to what exact result. On 
the Briefing Course Ron tells you exactly how he audits 
and why. 


TAKE THE ECONOMICAL ROUTE 
TO CLEAR 


You get and give LOTS of auditing on the Briefing 
Course. (Last week, Briefing Course students audited 471 
well done hours under the SHSBC’s own Class VIII Case 
Supervisor!) 

No matter what your case level when you start, you'll 
be audited to full Grade IV Release. Then you get Grade 
V/VA at 50% discount ($600 saved). 

After graduation, you’re awarded the Solo Course 
(Grade VI materials) FREE—it’s $775 to anyone but a 
Class VI. 

GAIN A WEALTH OF KNOWLEDGE 

But the best part of going Clear the Briefing Course 
route is knowing everything that led up to CLEAR, and 
having all the tech to handle life once you are Clear. 

From Grade VI on up, you do most of your auditing 
solo. Going Clear as a Class VI means you’ve got the 
smoothest, most confident auditor possible. 


ALREADY CLEAR? 
EXPAND YOUR ABILITY 


The Briefing Course gives you a far deeper understand- 
ing of life and people. At least 50% of available gains in 
ability from Scientology are waiting for you now on the 


Briefing Course 
ONLY 4-6 MONTHS TO CLASS VI 
With all those materials, thorough practical training 
and co-auditing, at ASHO you get through in 4-6 n 
full time, a competent Class VI, ready to take on the 


world! 


The road to Total Freedom and Ability travels through 
Ron's Saint Hill Special Briefing Course. 


Get Trained! Enroll on the Saint Hill 
Special Briefing Course at ASHO this year. 


at A Okie Lele + 2 nae 


ABLE TO PRODUCE AN ABLE PRECLEAR 

I have just completed the SHSBC. This is by far the most re- 
markable course I have ever taken. On this course I can say that 
I really learned the beingness and doingness of an auditor. 
Knowing those things, I can attain the havingness of an auditor — 
the product of a more able preclear. 

T have also learned from LRH how important it is to persist 
thru all barriers to attain the valuable products and the goals of 
Scientology. My admiration for him and his ability to accomplish 
his purposes is unlimited — and my dedication and commitment 
to Scientology and Ron have risen vastly because of this course 

My thanks to the supervisors, the Director of Training — and 
to my C/S, whose correction has always been precise and superb. 

PETE SUMMERS 
Class VI Auditor 


BRIEFING COURSE MAKES AN AUDITOR 

I came to ASHO a Dianetic completion and uninterned 
Class IV Auditor. I made it to OT IIIX, Class VI, Expanded 
Dianetic Auditor, permanent! 


<*> ae ee 


I was a pretty Good Class I1V—but I'd never been totally com- 
fortable auditing, able to confront rough situations and willing _ 
to have my actions scrutinized. As a Class IV the very ideaofa 
TV Demonstration would have devastated me! But the perfect — 
gradient of all the data on the Briefing Course and then intern- A S 
ships from the bottom up was very smooth. 

It’s like learning to write. After awhile you don’t think about 
how to write, but you use it all the time and you depend on it. 
You don't forget how, it’s an ability that is yours totally. — 

The Briefing Course result was way above what I expected. 

There's a feeling when you've done a lot of auditing as a 
Class IV that the Briefing Course couldn't be much because 
you're still auditing lower level actions. That was my mis- 
conception. But auditing isn’t the actions or rundowns, it’s 
what you can do with the pc, what you know about what’s 
going on. It’s not the tricks, it’s the professional expertise. The 
SHSBC gives you the potential for that, and on the Class VI 
Internship you get real certainty. 

The last preclear I audited here said I was the first auditor 
who ever picked up every time he didn't feel quite right, every 
little thought he had that he might as well withhold. Before,I 
would never have done that. Now I have the knowingness and 
freedom of working with another thetan and having it be really 
real. ” 

CLAY PRIMROSE, Class VI 
Menlo Park, Calif. 


Trained Scientologists Revitalize Society 


Successes told at National Reform Conference and 
Human Rights Prayer Day 


The Church of Scientology held its first National Con- 
ference on Public Action and Social Reform August 24, 
1974 at the Biltmore Hotel in Los Angeles, California. 
Scientologists came from all over the U.S. to hear legisla- 
tive, medical, community and church representatives 
speak on community action and the growing trend to 
positive reform. 

The program was divided among active groups which 
use the technology developed by L. Ron Hubbard, 
Founder of Scientology, to get needed social reforms 
carried out. Speakers from each group presented its 
purposes and activities over the past year, followed by a 
guest speaker for the field the group is working in. 
Covered were reforms of government functions such as 
taxes, handling of human rights, rehabilitation of crim- 
inals, public health and safety, as well as reform of educa- 
tion, psychiatry and correction of abuses in treatment of 
mental retardation, the elderly, alcoholism. 

Many public opinion leaders praised what Scientolo- 
gists are doing in the field of reform. California 
Assemblyman Bob Moretti discussed the new breed of 
politicians who actually do care, pointing out that legis- 
lative reform is possible. He promised his support of the 
Church’s reform goals. Assembly Frank Holoman of the 


Its easy to do — you study on the perfect gradient, 
exactly in the order Ron evolved Scientology. 


TRAINING REVITALIZED! 
ALL BARRIERS REMOVED! 
Start Ron’s Briefing Course NOW 


You don’t have to do the Primary Rundown. You 
don’t have to be a Grade IV. You don’t have to do a 
Class IV internship. 

The ONLY prerequisites are: Hubbard Dianetic 
Counselor; Method One Word Clearing; Basic Study 
Manual or Student Hat Course; AND any one of these: 
Class IV (provisional), Clear, HCA/HPA from before 1964, 
or ACC grad. 

ENROLL NOW 

Send $736.25 to the Advanced Scheduling Registrar 

with your intended arrival date. (Includes your 5% dis- 


count for advance donation.) (If you’ve not done an 
internship as a Class IV, send another $375 for your 
Class VI Internship under ASHO’s Flag-trained profes- 
sionals). 


| Registrar, Dept. 104 
Church of Scientology of California 
2723 West Temple Street 
Los Angeles, California 90026 l 
YES! I want to be at ASHO for the Saint 
Hill Special Briefing Course this year! I will 
arrive Please send me my advance 
Pe registration packet i 
Please send me a FREE informati 
about the Saint Hill S; ir l 
; ee 
Name Ta = = 
i Address SS = 
ees LAL 


i Phone NES -ea = 
Training Level ne Pro ig —— 
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The Conference featured guest speakers like the Rev. Lyn 
Hodges, Executive Dir., Northern Calif. Ecumenical Council 
(center), as well as trained Scientologists active in social reform. 

California State Assembly praised Scientology com- 
munity involvement and its dedication and effectiveness. 
Holoman presented a Resolution from the California 
legislature commending Narconon, a drug rehabilitation 
program using Scientology communication techniques, 
“for its successful and effective salvaging of persons 
who have become involved in criminal or drug/alcohol 
abuse.” 

Public interest journalism awards were given out 
Saturday evening by the Church of Scientology’s inde- 
pendent news journal, FREEDOM. The acceptance 
speech of Bill Addison, Executive Producer, KMOX-TV 
(CBS) St. Louis, for his coverage “Drug Experimentation 
Missouri Institute of Psychiatry,” proved to be the 
highlight of the evening. Addison strongly acknowledged 
Scientology’s work in social reform and pointed out 
that if anybody could handle society’s problem spots, 
Scientology would. He further urged Scientologists to 
unite fully as a group and take advantage of the present 
as the right moment to accomplish those aims. 


Scientology choir looks on as Jane Kember speaks at Prayer Day. 


PRAYER DAY 

More than 4000 Scientologists from around the 
country poured into the Biltmore on Sunday for the 
Human Rights Prayer Day. 

A short film “PAX?” illustrated the Creed of Sciento- 
logy and Scientology’s purpose to assist man in under- 
standing his nature as a spiritual being. 

The 30-voice Church of Scientology choir sang L. 
Ron Hubbard’s “The Factors? set to music by Clear 
composer Bobby Richards, who has orchestrated music 
for several films (including the James Bond series), as 
well as being musical director for the English group 
“The Seekers.” Its impact was tremendous. At the 
music’s end the audience rose with waves of applause. 


Rev. Jane Kember, Guardian of the Churches of 
Scientology Worldwide, delivered a sermon recognizing 
h I An 1 its as spelled out in the Consti- 

) t verration of individuals has prevented 
om being fulfilled in this 

Scientology has sprung up 

A 20th century religion can- 

she stressed, and it is up to us 


e and bring true freedom and 


ing this culture 
\NADIAN PRAYER DAY 
A similar Prayer Day Toronto in June, 
1974 to unite Ca ists 
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NEWS FROM ARC 


Results from Scientology Churches 


FOUNDING CHURCH 


WASHINGTON, D.C. 
GRADUATES 
HAS: Pat Rusacks, Mike og Cindy Black- 
well, Bill White, Charles Ford, Doug Matthews, 
Shery Cavanaugh, Carol ee Doug Har- 
mon, Grayden Fisher, Don hittaker, Ron 
Williams, Joe Horn, Ed Sanchez, HQS: Bill Page, 
W. Kemble, Greg West, HSDC: Virginia Stafford, 
uce Desnah, T. Sobocinski, M. Campbell, 
il Dixon, Ann Winn, Lynn Miller, Barclay 
Bean, Dan Polk. PRIMARY RUNDOWN: Dan 
Polk, Bill Dixon, D. Boykin, Barb Angier, Bob 
Hudson, Aileen Cronin, LEVEL 0: Lee Stuart. 
LEVEL l; Mike Podrasky, Dave Wester, Lisa 
Walton, Tom Walmer. LEVEL Il: Carolyn 
Huckaby. LEVEL III: K. Richter, Ray Markby. 
LEVEL IV; Sheldon Stump. 
RELEASES 
LIFE REPAIR: H. Slevin, Carol Capello, A. 
Van Brooklin, Graydon Fisher, Carlos Johns, 
George Baker, Bruce Duszak, Margaret Groton, 
Jed Goldberg, Helen Bergstrom. ARC 
STRAIGHTWIRE: Carol Capello, Ann West- 
lake, Billy Whittle, Jean Habourn, Graydon 
Fisher, John Bomar, Cliff Readdy, Emily Han- 
ningan. DIANETIC CASE COMPLETION: 
Te McDaniels, all ton pamer: GRADE 0: 
Millman, mith. GRADE I: Nan 
3 nson, Ro Rll, Patti Naccash, George 
McDaniels, Roger Harrison, GRADE III: Paul 
Missonis. GRADE IV: Bill Argabrite, Anita 
Shain, Elaine Dowswell, Ray Markby, EX- 
PANDED DIANETIC CASE COMPLETION: 
Barbara Hadadon, Brown McKee, Mike Lewis, 
ie a “Tom Shuek, Ray Markby, Virginia 
tatfor 


BOSTON 

GRADUATES 

HAS: Kathy Minifie, Gary Wincunas, Dan Rose, 
J, Peter, Robert Oekler, Paul Cole, Mike Yen- 
chick, Susan Cote, Louis Hebert, Mike Jones, 
Courtney Russel, Walter Richards, Jim Medieros, 
Paul Faria, Laurie Anderson, Alan Klebanaff, 
Maryanne Frisella, David Peter, Wayne Ham- 
burger, Eric Johnson, Ben Milla, Lillian Ribney, 
Jeanette Lougio, Allen Sanford, Kathy Frame, 
HOS: Bob Charette, Mike Conolly, Jerry Foster, 
Mike Duggan. STUDENT HAT: Jody Young, 
William Puty Shep Tamler. HSDC: Keith 
Loring, Ralph Hiltz, Mike Silton, LEVEL 0: 
Ann Young, Randy Gresham, LEVEL II: Jerry 
Bussiere. LEVEL IV: Jim Heter. 

RELEASES 

LIFE REPAIR: Joe Guerin, Bob Parker, ARC 
STRAIGHTWIRE: Bryan Zwan, Albert Edge- 


comb, DIANETIC CASE COMPLETION: Bryan 
Zwan, James Newstadt, Tom Minihan, Walter 
Martin, Bob Conti. GRADE 0: Carole Stone, 


James Bosjolie, Ken Burnes, Bob Conti. GRADE 

: Bob Johanson, Randy Gresham, Carol 
Claudio, GRADE Il; Chris Harrison, GRADE 
Ill: Rich Gambino, 


MINNEAPOLIS 
GRADUATES 
HAS: Kevin Cronin, Byron Gillikson, LouAnne 
Hanson, Mike Munion, Scott Wallace, Jim Green, 
Ron Denti, Chuck Baker, Jay Salinger, Bob 
Ylinen, W.B. Gast, James Crenna, Mary Suko- 
watey, Annie Zenk, Steve Weiss, John Penter- 
man, Clem Shank, Ray Michaels, Art Giese, 
Kevin Shau Brew) reak Olson, Kurt Buringer, 
Jan Holmberg, John Dunbar, May Kniefel, 
Gayle F. Campbell, Tim McConville, Ed Shank, 
Lee Robertson, Cheryle Johnson, Matrial R, 
Dimock, Mary Jand Tschimperle, Mary E. 
Mathison, Gary Tulien, Byron Smith, Heather 
erasora, Roger Kniefel, Susan Molumby, Stan 
Linda Weiss, Jeff Dorn, John Ruys, 
ia Ah Hanson, Dennis Panek, Rosanne Dole- 
jski, Mike Tyman, Robert E. Lee, Suzanne 
Beverson, Patty Ligday, Debra Hutchinson, 
Nancy Cline, Donna Livermore, Charles Kangas, 
Ken Erwin, Lois Paradee, Tom Pane TOYI 
e 


Hessedal, Dianna Failla, Lenne Failla, rry 
Failla, Dave Lampson, Carol Schmitz, Elsie 
Kingsley, Jack Forseen, John Butler, Peter 
Tarasar, Linda Noonan, Mike Nally. HOS: 


Debbie Woods, Gayle Fisher, Lolly Johnson, 
Bob Sydejko, Linda Dahlenberg, Jean Johnson, 
John Hendrikson, Jill Ketter, Tom Tolkinen, 
HSDC: Arnold Tarling, Tom Paquette, Claude 
Clavette, Bruce Bromley, Steve Tregilgas. 
SUPERLITERATE: Gayle Cichocki, Dale Chris- 
tensen, Rosemarie Calisto, Doug Bezek, Dave 
Haberman, David Schnare, Brian Torola. LEVEL 
Il; Lotte Seidler. LEVEL Ul: Nancy Hines. 


E RE PAIR: Myron Mathiason, Kevin 
Cronin, Lucy Cobb, Daryl Johnson, Neil 
Totushek, Al Shipanski, Rich Mechtenberg, 
Lois Engelman. ARC STRAIGHTWIRE: Keith 
Halquist, Dale Christensen, Myron Mathiason, 
GRADE IV: David Schnare, Amy Chambers, 


SEATTLE 


GRADUATES 
HAS: Linda Kelly, Steve Beeman, Jeannie 
Gabourie, Donna Hogan, Leon Pesterkoff, 


William Weber, Fred Korhonen, Craig Batley, 
Glenda Nelson, Thomas Pino Rallo, Lisa Meyers, 
Victorine Johnson, Mike Kelly, Keith Ingram, 
Debbie Gruver. HSDC:; Chris Hilton, John Sly, 
Jori Roland, SUPERLITERATE: Jan Rolstad, 
Horace Ingram, Mike Zann, Cheri Pinton 
Rolstad, LEVEL I: Howie 
LEVEL II: Mark Arnold, Anne 
LEVEL IV: Cheri Pinton. 


LEVEL 0: Jan 
Horrocks. 
l 


SES 
REPAIR: 
Thompson, Kathy 
Chris Chopot, Scott 


Kenny Cartozian, Stuart 
Deveraux, Steve LeMarr, 
Ryals, Dan Luker. ARC 
STRAIGHTWIRE: Treva Dillinger, Gerry 
Taylor. GRADE 0: Dorthy Tow, GRADE I: 
Mary Gibson, GRADE IIl: Peter Ludwin, 
GRADE IV: Davidson Smith, 


announcing 
A NEW BOOK 


something 


you both 
can 
agree on 


MARRIAGE HAT 
by Mary Sue Hubbard 


Here are hat write-ups for a wife and husband 


from one of the world’s most successful wives 
a clearcut 
the game of 


book will give you 
principal duties of 


This 
statement of the 
marriage 


For a harmonious marriage with real stability, 
buy and use this simple book. 

This is the book for your friends! Included is a 
full glossary of Scientology terms used 


Buy it in half dozen copy lots 


that’s $24.00 for six 


$4 per copy, 


(Less 10% HASI discount) 


Send your cheque or money order to Church of 


Scientology of California, 
Organization, 2723 West Temple St., 
TODAY 


Calif. 90026, DO IT 


Publications 
Los Angeles, 
and we will have 


Dept, 104, 


your copy(s) shipped to you within 24 hours on 


receipt of order, 


(post paid), 


Order Your Copy Today! 
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Mel Fuller, Nancy Davis and Marie Perrin look on as fiventor Chuck Moeller demonstrates 


the “Qual” for factory machinery. 


Auditor Revitalizes 


Hubbard Certified Auditor and Grade 
VA MEL FULLER started Inventors 
Workshop. International 3 years ago to 
give ethical assistance to individual in- 
ventors, 

“When I got my Power Release I 
knew what I had to do. My power came 
way up and I proceeded to move out,” 
Mel reports. 

He says the U.S., once first in inven- 
tions per capita, is now 7th in the world, 
and with this change has gone our balance 
of trade with other countries. His idea is 
to help revitalize individual initiative in 
this country by making sure individual 
creativity is rewarded through better in- 
formation and better patent laws. 

A Scientologist since 1958, Mel uses 
Scientology constantly in his group. The 
Workshop has now expanded to 14 local 
chapters and is preparing to move out to 
the East Coast also this month. 

NANCY DAVIS, OT VII, Hubbard 
Recognized Scientologist, is head of the 
Chapter Director’s Association for the 
group, and MARIE PERRIN, Grade VA, 
Hubbard Professional Auditor (currently 


“training att ASHO on the SaintHill Special 


Briefing Course) is another of the chapter 
directors. Mel has just selected JIM 
LUEKER, a chapter director, onto audit- 
ing toward Clear. 

Grade VA CHUCK MOELLER, 


CELEBRITY CENTRE 
GRADUATES 

HAS: Mark Goldback, Bill Null, 
Dereen L, Fife, Johnny Pierce, 
John Smith, Gordon Fuller, Elsa Hamilton, 
Dave Worthington, David Green, Helda Bauska, 
Jerry Spellman, Marlene Mertluft, Robert Hayes, 
John Burghorn, Dorothea Reed, Greg Sanborn, 


one 


John Manning, 
Russel Welby, 


Richard Stearn, Richard Prince, Marty Kane, 
Woo Wooten, Bill Wier, Willys Jack, Mary 
Lopez, David Diechman, David Datie, Kris 
Kuhle, Bogie LeBaron, Curtis Amy, Wally 
Langham, Scott Hylands, Jasmine Borrego, 
Gene Bridgers, Steve Hall, Johnny LeBaron, 
Debra Tompson, Tom Devey, Lucia Castor, 
Darrel Pietro, Fernando Luna, Humberto Proa, 
Randy Worthington, Mike Pickett, Robert 
Mosqueda, Robbin Darin, Joel Carroll, Tom 
Swayzee, Pam Holland, Michael Sayers, Dora 
Lopez, Stephanie Enskatt, Jack Williams, John 


Guderian, Clay Phillips, Steve Deeble, Stewart 
Anderson, HOS: Mike Stone, Harold Garrett, 
Ernest Holt, Ed Grosman, Anna Whitfield, Carol 
Worthington, Art Johnson, Janie Novath, Rex 
MeConaghy, Julier Kiperman, Steve Trembley, 
Russ Whitehead, Curtis Amy, Phill Miller, 
Shannon Lufkin, Charlie Vennell, Pamela Me 
Caleb, Jorge Mohr, Kathie Uzelek, John God 
bey, Jim Feeney, Caroline Whitehead, HSDC 
Richard White, Rene Hellstrom, Doren Rowland, 
Conrad Romo, Greta Plate, Scott Szeckely, 
ferry McCann, Garnet Haas, Chuck O’Steen 
Rene Hellstrom, Tony Bezazian, Jim Courmier, 
Kathy Ryan, Richard McCurdy, Linda Jacob 
son, John Kerrigan, John Thomas, Naney 
Delano, SUPERLITERATE: Don Lucas, Mar 
shall Goldblatt, LEVEL O: Kathie Hubbard, 
Thom Deschere, LEVEL bL Robin Hubbard 
LEVEL IV: Vicki Azanaran, Richard Pascual, 
Mike Martin, Peggy Spurlock, Carol Spurlock, 
James Byrd, MSDC INTERNSHIP: Malcom 
Duran, Barbara Mithoff, OIV INTERNSHIP 
Audrey Wilson 
RELEASES 
LIFE REPAIR: Diana Lucarino, 
John Bostrom, Jim Kennedy, Louis Aldebert 
Don Goin, Richard White, ARC STRAIGHT 
WIRI Alan Stare, BII Nolan, Sandra Wyninger 
Jeanne Pierce DIANETICS CASE COMPLI 
TION: Peggy Beltron, Ernest Roberts, GRADI 
| Bibbi Hansen, Dominicl Barile, Marcin 
Swenyple Theresa Christiansen GRADI II 
Shiloh Womack Hurbarn Keeler, Steve Leder 
man, Bruce Partridge, GRADE Hi: Fred Hanna 
Pat Burkoer GRADI IV Pam Bevin, Lenny 
Macaluso, Karen Adrian, Wing 
Wasserman, Paul Shapiro, Ron 
DED DIANETIC 


Tracy Shapiro 


Livingry te Ken 
Flati Peppy 
Heltron, I VAT John Deri 


Lenny Macalus 


BUFFALO 
GRADUATES 
HAS: Don Brown 


lorma Kopman 


Patty Soggi 
Dave 


Paul Bie man 
Currit Romano 
Walker, HOS: Bob Vider, Ray Divillier 
rai Dick Teschner, Nick Stark, LEVEL 
lonte lontequin, Joe Miller, LEVEL I 
Thompson, Joe Tronolone. ¢ n Palmer 

MI: Harry Palmer, Roger ith, LEVEI 
mete oel Craig Smith ri t 


lom 


. . J 

Initiative 

of the L.A. chapter members recently 
invented a mechanical “qualifications 
division” for factories that stops a ma- 
chine and isolates the trouble spot if it 
malfunctions in a way that would result 
in damage or a product which will not 
pass inspection, “It says ‘flunk, Chuck 
jokes, “I just mocked it up and put it 
together—if a part wasn’t available I had 
it made,” he relates. The first place he 
went to demonstrate it was a printing 
plant—though he hadn't seen a printing 
press in a year and a half, it fit in per- 
fectly! “Scientology improved my overall 
ability as an engineer,” Chuck says. 


Canadian Scientologist 
Wins Gold Record 


MICHAEL ARGUE’s recent recording, 
“Make My Life a Little Bit Brighter” 
literally soared to the top of record 
charts in Canada, achieving a gold record 
within 3 months. 

Michael attributes his success to Scien- 
tology. “I write music to make people 
happier,” he says. “Scientology has helped 
me improve my musical abilities to-do this’ 
even better!” 

He has just finished POWER RELEASE 
at ASHO and is now working on the 
Clearing Course. 


HAWAII 

GRADUATES 

HAS: Susan Jones, Dennis Rodgers, Les Miller, 
Lon Watari, Sandy Martin, Amy Krashoc, Ann 
Tanji, Daniel Richeson, Vaughn Miceli, Terry 
Lee Peiffer, Bruce K, Chambers, Skip Jackson, 
Roseanne M. Flynn, Candy LaPrath, William 


Lackland, HOS: Walter Hinton Jr., Constance 
Gregory, Sher Larsen, Vicky Loewy. HSDC 
Ann Larsen, SUPERLITERATE: Ron Coleman, 


Sally Jones, LEVEL IV: Randy Stryker, HSDC 
INTERNSHIP: Gloria B. Leonard, Anthony 


Shaftel, 

RELEASES 

LIFE REPAIR: Alan Paul Cesar, Pay Ann 
Nakai, Tina Christinidis, Darlene Pahia, ARC 


STRALIGHTWIRE: Ouida Mancill, Roger Urban, 
Larry W. Craig, Hank Gould, Joan Higgs, Tom 
MeLaulin, DIANETIC CASE COMPLETION 
Gloria B. Leonard, DIANE TIC CLEAR: Richard 
Nunnelee 


TORONTO 
GRADUATES 
HAS: Claude Desjarzens, Diane Haiste, Daniel 
Bateson, Gordon Bowles, Joe Baranowski, 
Robin Trouboulay, Karl Hoper, Linda Moncour, 
Corrine Bilkey, Daniele Delgrave, Don Fokows, 
Diane Green, Bill Wesley, Tom Ronkin, Bill 
Morgan, Ralph Benoit, Yatta Perkonen, Linda 
Redman, Prank Zaunseherb, David Coulthord, 
Micky Desazen, Peter Bakhaut, Raymond 
Archambault, HOS: Jacques Mommaerts, D.R 
McKinnon, Jim baloney, Jeff Pearse, Tony 
Fondega, Marjorie Stroud, Ann Rice, Mark 
Webb, HSDC: Claude Belleau, Daniel Thibeault 


Donna Layton, Rolf Rentmiester, John Hou 
wert, Kate Lye, George Cook, Nuney Seh 
meideke, Beth Rutherdale, Bev Cook, Rémdult 
Metivier. PRIMARY RUNDOWN: Linda Palter, 
Steve Brumpton, Barry Regan, Peter Engel 
burger, Karen Yannazaki, Peter Hollely, Carol 
Schwindt, Rob Kerrigan, Colleen Finley, Rob 
Jones, Victor Zammit, David Mogul, Bill Maher 
LEVEL 0: Jerry Hunt, Neil Scott, Roy Kressin 
Mo Prieur, LEVEL i: David Dean, Neil Scott 
LEVEL Hi: Ro Godbout, LEVEL IV: Karen 
Crigger, Vern Gerskup, Brian Schuette, Esther 
Schuette, kugene belske, HSDC INTERNSHIP 
Bev Cook, Mona Clowes, Joe Baranowski, Rolf 
Rentmiester LEVEI OTN INTERNSHIP 
Winns bilesworth Loretta Warren, John 
Gordon 

RELEASES 

LIFE REPAIR: David Lerner, Mariorie Stroud 
John Bell, David Stokes, Ralph Benoit, Diane 
Metnyh Andy Rush, Linda Campbell, Mario 
Boren, Joanie Priestly, Karen Jepson, Ro God 
bout Declan Griffin Lewi Pierce y John 
Keldani, ARC STRAIGHTWIRI David Tracey, 
Maria Regan, DIANE TK bk COMPLETION 
Bob Hill, Paul Chart u, Shirley Thompson 
Hill Williams, Karen Greene, Don Randall, David 
Tracey lonnn | Ipsi Stuart Smith 
GRADE I: ¢ Dave Share, GRADI 
it hir | n GRADI I Pierre 
CGuenett lel ha hn Hou 

| ty DIANETICS 
mont, Helen Gartepy 


Scientology Brings 
Success to Jewelry 
Business 


A little over a year ago, business for 
the Calf and Dragon jewelry company in 
Evanston, Illinois, was on a downtrend. 

Today, it has four times as many 
employees and its production has increased 
over 100%. Floor space has more than 
doubled and a second store is opening 
soon in Chicago. 

GREG POTTER, now the Calf and 
Dragon manager, is the Scientologist who 
made the difference. “Scientology is what 
changed it all,” he reports. “When I started 
here, I was hired to do some remodelling 
of the sales room. Temporary work. 
Business was down, the employees were 
at each other’s throats. So I whipped out 
my Basic Staff Hat Book (Volume 0 of 
the Org Exec Course).” 

“One year later, I'm manager, our 
employees are happier, and our production 
is at least triple what it was with quality 
higher than ever.” 

Greg, now training on the Hubbard 
Standard Dianetic Counselor’s Course, 
heard about Scientology four years ago 
from DAVID JEWELL of St. Louis. 

“It’s amazing how easy it can be to 
become powerful,” Greg says about using 
Ron’s policy in the Org Exec Course 
volumes. “L. Ron Hubbard is the best 
friend the Calf and Dragon ever had!” 


i 
Greg Potter uses a Scientology Organizing Board 
to route despatches. 


AUSTIN 

GRADUATES 
HAS: Gregg Holman, Alden Smith, Jerry Fill- 
more, Charolette Mathes, Betty Corgey, M. E. 
Coroey, Steve Garner, Larry Watts, James Seay- 
ton, Mark Dayle, Merilyn Wilkinson, Bill Smith, 
Robert E. Allen, Craig Axelrod, Lewis Govan, 
Annie Lee Wiggins, Diane Edwards, Roger Bonn, 
D. Robert Bloom, Richard Montgomery. HOS 
Jim Cloud, Charmaine Brazil, Tim Crawford, 
Peter Campbell, Linda Hodges, Debbie Lott 
SUPERLITERATE: Mary Mathis. HSDC: Bill 
Shepherd, Marc Rodriguez, Kelly Meyers, 
LEVEL i: Rick Pendery. LEVEL III: Stes 


Seay. LEVEL IV: Betty Brazil, Vin Lee. HSDC 


INTERNSHIP: Tonda Kubena, Bill Shepherd, 
Jim Lark 

RELEASES 

LIFE REPAIR: Bertha Lott, Tudi Collins 


ARC STRAIGHTWIRE: Mark Rodriat 
Rodriguez, Tom Bell, Mary Mathes, Mike 
McDonald, Steve Oldham. DIANETIC CASE 
COMPLETION: Mike McDonald 


SAN FRANCISCO 

GRADUATES 

HAS: Edward Honesty, Sally Hamaji 
Orr, Dat Bue Lock, Edwin Korver, Roberta 
Asmer, Martin Dumain, Stephen Shirley. 
Peterson, Christine Bailey David McCarthy 
Mariko Friedel, Tom Peery, Paul LaPorte, Will 
Lawson, Rod Olson, Paul Prince, Habib Faye 


ez, Betty 


Evelyne Marosi, Carol Roberts, Joan Schreiner 
Norman Powers. HOS: William Santo Dola 
King, John Schoenenberg, Cat Firstman, Don 
Harris, Robert Grout, John Dubroff, Pat Davey 
HSDC Scott Allen, Ron Piccioli. SUPER 
LITERATE Mark Hayward, Paul Mumford 
Don Thomas, Bob Peterson, Jan Mumford 
Whalin, Arnold Barrack. LEVEL 0: Val 
eynolds, Mary Jo Hyland, Mike Toth. LEVEI 


I: Myrna Cullinan, Murtland Rose, Joe Holtz 
Mark Hayward, Jim Rego. LEVEL Il: Mary 
Hedrick, Lois Dumain ; Ron 
Chester. LEVEL II fom Chandler Y uby 
Anez, Gerald French. LEVEL IV: Bob Ingram 

Val Lamberti, Theresa Komo, Marie Bannon 
Virginia Kimball, David Leonard, Karl Myer 

Helen Mc Kinley, Helen Miller, Dianne Engelstad 


DIANETIC INTERNSHIP: Bob Haye Mary Jo 
Hyland, Deborah Balas, Bernie Haye Souix 
Bushman. O-IV INTERNSHIP: Tom Hortor 
Dede Dizik, Ellen Mo Chery! Horar irina 
Bass, Greg Lyons, Craig Graessle 

RELEASES 

LIFE REPAIR: Tom Francis, Richard Selsdorf 
Dola King, Bill Gazdik Alan Luedk ARE 
STRAIGHTWIRE: Karl Myer tt R Ala 
Lazar. Judy Steiner, Susie Nicholson. DIANEI 
ric CASI COMPLETION Judy teiner 
GRADE IV: Eric Korver 

VANCOUVER 

GRADUATES 

HAS: Gloria Boyko, Maureen TH 

can Neale, Lois Cuyk, Kathr 

McDonald, Dave Hope, Lois Thomy 

Seurat, Adrian Mill Jim Fol P 

Greg Sherwood. HOS: Cindy Osborr D 
Shank, Lesley Tyrer. HSDC: Lauri humacker 


& 


Briefing 
works 


Course Graduate Pam Baczkowski 
on a new sculpture. 


Artists Succeed 
with Scientology 


Briefing Course Graduate PAM BAC- 
ZKOWSKI and her husband HENRY 
have become leading artists in Europe 
as a direct result of Scientology. 

The Baczkowskis were running a 
pottery business in the early ‘60’s in 
Yorkshire, England, when JIM PATTER- 


SON gave them a copy of L. Ron 
Hubbard’s SCIENCE OF SURVIVAL. 


Three weeks after they’d read it, they 
liquidated the business and started a 
Communication Course in London. 

At Grade IV, Henry realized his own 
purpose—to paint successfully. Pam turned 
to sculpture after Grade IV, and soon 
they started exhibiting, from Rome to the 
Bahamas. 


Today Pam is a Class VI Auditor and 
helping to disseminate Ron’s books in 
England. She and Henry plan to fit out a 
caravan as a mobile gallery to tour Europe 
and disseminate Scientology in the near 
future. 


Henry Baczkowski, who 
after Grade IV Release 
for the job 


Reading Scores 


3 Months Above 
Average 


became a painter 
s the right brush 


JAN NICOLOSI’s 2nd graders at a 
public chool in Santa Clara scored an 
averi of 3 months higher than the ex- 
pected in State reading tests this past 
June 

Thi t of Jan using | 
Ron h! 

Ove h {SHO for 
her Po z, with h 1 
Bill hav 

UPH ro ill D 
Sarat LO r 
LEVI horr EI 
Bart rFERNSHI Carol 
burn 
RELE l 
LIFE REPAIR: T I H 
WIRE Diane Rofer Ji 
j r Fost Í i 

f Í 
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i 
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THE AUDITO! 


Power Release David Campbell (right) adjusts sound equipment at the RCA Studio as OT II Wings 


Livinryte sings along. 


New RCA Record Contract 


WINGS LIVINRYTE, now OT III, and 
DAVID CAMPBELL, Power Release, have 
just signed a contract with RCA for a 
series of 10 albums. 

They’re recording the first now, “‘Fish- 
ing for Each Other”, an album of original 
songs to be released in October. 

Plans for the album with RCA crystal- 
ized after both musicians finished their 
Power Processing at ASHO. 

David, who’s done arranging for popu- 
lar singers Rita Coolidge, Kris Kristoffer- 
son and Carol King, is producing and 
arranging the album, as well as playing 
violin. Wings is the vocalist 

“Power Processing has allowed me to 


want to be,” David says. He got into 
Scientology through Class VIII and classi- 
cal pianist MARIO FENINGER. “He 
not only located my ruin but he handled 
it in about 2 minutes. I felt so good I was 
on his next day to get 
he explains. “I 
then. I was interested in pop 
music, but hadn’t had any experience with 
it. Usually it’s hard to make a turn-a 
into commercial music. With Scientology 
it was really easy to shift.” 

Wings is the son of Academy Award 
and Cannes Film Festival award winning 
Dwight Hauser. In addition to studying 
theater 1 


doorstep 


audited,” was a Classical 


musician 


since he was 8, he’s guest starred 
TV series ‘Twelve O’Clock High” 
in the Warner Bros. 


motion 


and 
“First to Fight.” 


picture 


New Engine Invention 


LES ROGERS of Toronto has come uy 


with a new kind 


with only yne m 


aust gases that would be processe 


‘Scientology has 


given me increased 
jepth of perception and concentration 
[H S logy I have 
ifi ny ability in terms of 
nk 
TERNSHIP: Brian Dunn, Maxine Evans, Sandra 
Hendrix, J ie Hurst, Dave Watt 
REI F 
LIFE REPAIR: Tom Enger Ralph Bloeman 
j Lein ker, Debt Renna, Louis 
D k Born, Teri Lay, Lou Freund, 
Daniel J. Kissling, Margaret Jean Kissling. ARC 
rf IGHT Dean Leighton, Grace Ober 
Ji | | PS, Paul 
1] 1 Craig Dr im 
i i r, Barbara Cohen, Jane 
Z sar right, Tom Wade 
ETION: Jacki Foster 
Ni Lir Burg 
er, Larry 
Í GRADI 
j hlesinger 
I J $ n 
He ‘ 
E HI ell 
will } les, Al 
Br Little 


Scientologists from around the U.S. share a 
Class VIII’s anecdotes from Saint Hill early days 
at ASHO’s Prayer Day reception. 

ASHO welcomed the many Scientolo- 
gists from out of town for the Prayer Day 
with group processing and briefings from 
highly trained ASHO auditors. 

ASHO’s Class IX C/S and old-timer 

- Class VIII from Saint Hill told about their 
experiences on Flag and at Saint Hill with 

_ Ron, and how vital training is to be able 
to achieve one’s own goals. : 


Church News 


eg CHURCH EXPANDS 


The poton Church of Scientology has 
quarters. Their new address 
is 448 Beacon Street, Boston. w 


“FOUNDIN 


FORMER LANGUAGE SCHOOL 


In Washington D.C., the Founding Church of 
Scientology has moved into a 4 story brick 
house, complete with courtyard. Their new 
address is 2125 “S” Street, NW, Washington 
D.C. 20008. The building, formerly a language 
school, has a large bookstore already set up to 
accomodate the sale of Ron’s books. 


Mission News 


ATLANTA, GA. 

GRADUATES 

HAS: Sandra Otto, Bud Otto, John Burr, Jack 
Sperin, Robin Conant, Robbie Conant, Denise 
Katz, Claudia Drenning, Steve Parks, Linda 
Morgenroth, Vanesa Erwin, Elizabeth Boreman, 
Peter Scupham, Ruth Seibert, Marie Seaman, 


Bonnie Jacobs, Denis D’Huyvetter, Steve 
Whelchel. 

SANTA CLARA 

RELEASES 


LIFE REPAIR: Jeanne Falk, Stan Ward, Craig 
Kagel, Terry Barriger, Betty Sivilla, Sue Cald- 
well, Katie Schneider, Karen Kueter. ARC 
STRAIGHTWIRE: Carol Scott. 


Class VI's! 


ate bersh 


+free informative mailings to keep 
you up to date 


BECOME A MEMBER OF THE HASI 


The HASI is the Hubbard 
Association of Scientologists Inter- 
national, the most rapidly expanding 
religious fellowship in the world. 

Scientology is a brilliant hope 
for a better world of freedom and 
understanding. 

First 6 months is FREE. For 
nominal yearly renewal ($15) you 
continue to get these valuable 
benefits. 

HASI membership is required for 
all auditors. 

Just write the Membership 
Officer at your nearest Church of 
Scientology to start or renew your 
membership. (See addresses back 


page). 


ORANGE COUNTY 
GRADUATES 

HAS: Arlene Day, Roy Heumann, Bob Davis, 
Jim Meazell, Dave Grimshaw, Art Holloway, 
Linda Alvarez, Dan Vogelpohl, Dave Pickard, 
Evelyce Larson, Paul Smith, Margie Fiola, 
Denny Absher, Terry Barniak, June Tongish, 
Robin Barniak, Mike Andeway, Rex Anderson, 
Barbara Krause, Mike Allen, Scott Sutton, 
Beverly Renbarger, Sylvia Winston, Bob Hadley, 
Jeff Robinson. HSDC: Steve Wydro, Russ 
Williams, Phil Hosmer, Jack Stuart. PRIMARY 
RUNDOWN: Carl Pinto Laura Pinto i 


Horton, Pat Ohmsted, Jackie Smith, Evie Larsen, 
Terry Noll, Ed Jakubek, Deegie Phelps, Bill 
Buell, Jim Davis, Tim Wilkerson. 
RELEASES 

ARC STRAIGHTWIRE: Deegie Phelps, Paul 
Bove, Randy Sadler, Chris Cammack. DIANE- 
TIC CASE COMPLETION: Jim Edwards, Lynn 
Matthews, Paul Bove, Bob Galbraith, Chris 
Cammack, John Baugher, Marsh Phelps, Deegie 
Phelps. GRADE 0: Bob Galbraith, Chris Cam- 
mack. GRADE II: Joellen Wydro. GRADE IV: 
Mike Barnett, Marilyn Merrill, Dave Merrill, Jim 
Edwards, Janet Buell. 


CHARLOTTE, N.C. 

GRADUATES 

HAS: Barry Winnich, Doreen Rice, Brian Rice, 
Don Jones, Nat Pergerson, Alison Pergerson, 
Charles Vaughn, Scott Janett, Carly Watkins, 
Bill Deneen, Susan Deneen, Alex Alexander, 
Kirk Horton, Kenneth Parker, Lori Pettyjohn, 
Hugh Rice, Sharon Stapp, Brian Cassidy, Tona 
Hollingsworth, Carolyn Honley, Rennie Blalock, 
Pam Lewis, Wendy De Wyn Gaert, Horace 
Lambert, Alvin Black, Jack De Wyn Gaert, 
Jackie Getz, Willie Auten, Eunice Ireland, Marc 
Goins, Barbie Varner, Mike Sneed, Jane Christ- 
ianson, Butch Stone, Clara Honer, Jonnie De 
Wyn Gaert. HQS: Butch Hargett, Pat Alexander, 
David Pergerson, Lana Pergerson, Bill Hanley, 
Joyce Rice, Mary Ruth Stoker, Pete Wiggoner, 
Jane Whitt, Ruth Metcalf. HSDC: Karen Schabel, 
Patte McMurray, Dot Taylor, Elaine Pruette, 
SUPERLITERATE: Hugh Whitt, Chris Smith. 


CLASS VII PREREQUISITE REMOVED! 
Attain Class VIII Ability now 


L. Ron Hubbard has suspended 
Class VII as a prerequisite to Class 
VIII. 

Class VII will now be done only 
by 5-year contracted Church staff 
and Sea Org members. 

The only requirements for Class 
VIII are: on OT III and doing well, 
Method One Word Clearing, Basic 
Study Manual or Student Hat 
Course, Permanent Class VI Certi- 
ficate. 

Get the OT data on Class VIH 
now! The full story behind OT III 
is available only on this course. 


100% standard tech and the total 
simplicity of Class VIII can be yours 
this year. 


Class VIII is a 3 week course, 
plus 3 weeks, for VIII Internship 

Act NOW! Call the registrar at 
ASHO for details. Send your course 
donation to reserve your place on 
Ron's Class VIII Course. $1500 
($1475 in advance,) plus $375 for 
internship, to The Registrar, Church 
of Scientology of California, Dept. 
104, American Saint Hill Organiza- 
tion, 2723 W. Temple St., L.A., Cal. 
90026, 213-380-0710. 


START RON’S CLASS VIII COURSE TODAY. 
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Doit today! 
Have the data 
there for easy ` 


fingertip 
reference! 


The OEC Volumes are now printed in 
the United States and are ready for 
immediate delivery to you upon receipt 
of your order. 

In these volumes you will find the 
Organizational know-how that will help 
you understand better how to be success- 
ful and efficient on your job or in your 
personal life. 


FINGER TIP REFERENCE. 

A goal without administrative know- 
how to back it up is just an idle dream. 
Have the OEC Volumes at your finger- 
tips to give you the know-how to active- 
ly pursue your goals and WIN at life. 

Armed with your set of OEC Volumes 
you'll get Scientology applied and bring 
more sanity to your corner of the world. 

The US edition has new footnotes and 
cross references for policies changed 
since first written. 

These texts for Ron’s Org Exec 
Course tell you how to revitalize a group, 
how to handle personnel, how to plan 
for expansion and much more. 

Recently a Texas real estate man 
garted using Ron’s OEC kolumes His 


in the next 6 eath Qne Geeks 


than 200 times. 


Definitions 


ACC Advanced Clinical Course. 

ASHO American Saint Hill Organization 

Auditor A Scientology minister; a pastoral 
counselor, who listens carefully to what 
people have to say. An Auditor is a person 
trained and qualified in applying Scientology 
to others for their betterment. 

Clear A very high state in which one is free of 
his own Reactive Mind. 

Comm Course Communication Course. 

C/S Case Supervisor. 

Dianetics From the Greek ‘‘dia’’, through, and 
“noos”, Spirit; a subject dealing with the 
relationship of the spirit to the body and 
mind. 

Dynamics The urge, thrust and purpose of life 
-SURVIVE—in its eight manifestations, as 
fully explained in Scientology. 

8-C A slang term meaning good and effective 
control of an individual or group. 

E-Meter The Hubbard E-Meter is a religious 
artifact developed for the exclusive use of 
ordained Ministers and theological students 
who are trained in its use in Church minis 
trations. It is not intended for and is forbid 
den by the Church to be used in any medical 
or physical treatment or the diagnosis, treat 
ment or prevention of any disease. By itself 
it does nothing and is strictly not to be 
employed for medical or scientific purposes 
Its purpose is to assist the minister to locate 
in his parishioner areas of travail so that he 
can assist in the relief of spiritual suffering 
The existence and use of the E-Meter is 
sanctioned by law and the copying of it or 
attempts by unqualified persons, doctors, 
scientists, psychologists, or psychiatrists, to 
obtain or use one are actionable under law 
in the United States. To obtain an E-Meter 


one must be a sincerely enrolled student of 
the Church of Scientology or a fully quali 
fied Minister of that Church and must under 
take as well to become wholly skilled in its 
purpos and use, No other persons are per 
mittec have E-Meters. The Church permits 
the E-Meter to be sold, possessed, or owned 
only under these conditions 

Grade An award made to a person in the form 
of acertificate for having attained one of the 
seven states of Release 0-VI 

HAS Hubbard Apprentice Scientologist Course. 

HASI Hubbard Association of Scientologists 

nal 
HCA/HPA Hubbard Certified Auditor or Hub 
‘rofessional Auditor Certificates 

OF g Exec Course) Organization Executive 

1.9 The level “anger” on the emotional tone 
al plied religious Philo Si 


BUY your FULL set of OEC 
Volumes NOW and qualify 
for the NEW 25% discount. 


increase paid for his OEC Volumes more 


Shipped within 24 hours. 


NEW BINDING 

These books pass the toughness test!! 

Kids put a schoolbook to the tough- 
est tests there are — even kick it around 
likea football. Government standards for 
schoolbook binding make sure a text can 
take several years of that. 

But reference books for adults must 
last a lifetime. So the U.S. Edition was 
designed with a binding better than the 
stiffest schoolbook standard. Cover cloth 
is untearable, heat resistant and water- 
repellent. 


SPECIAL DISCOUNT FOR YOU 
Full price is $300. For buying a full 
set of OEC Volumes you receive a 25% 
discount. Your set will cost $225.00. 
Individually priced at $37.50 includ- 
ing the checksheet booklet for that 
volume. Individual purchasers may obtain 
their volumes at 10% discount. 

Your OEC set will give you many 
years of fine service, putting Ron’s 
administrative tech in easy reach every 
day. 

BEND your hegus or money peder 


104, Publications MAN 2723 
West Temple St., L.A., Calif. 90026. 


O.T. (Operating Thetan) A Clear who has been 
familiarized with his environment to a point 
of total cause over matter, energy, space, 
time and thought, and who is not in a body. 

OT IIIX OT level III Expanded. 

PABs Professional Auditors Bulletins. 


PRD Primary Rundown, a study rundown con- 
sisting of both Method One Word Clearing 
and the Student Hat Course done by look 
ing up every word used on the course before 
reading the materials. Formerly required for 
all major courses. 

Preclear Anyone who is not clear, mainly used 
to describe a person who, through Sciento 
logy processing, is finding out more about 
himself and life. 

Qual Qualifications Division in an organiza 
tion, whose job it is to ensure each product 
is correctly produced. 

Reactive Mind That portion of a person's mind 
which works on a stimulus-response basis 
(given a certain stimulus, it gives a certain 
response), which is not under his volitional 
control and which exerts force and the 
power of command over his awareness, pur 
poses, thoughts, body and actions. 

Release A state in which a person is released 
from part of his Reactive Mind. There are 
eight grades of Release. Each is a distinct 
and definite step toward greater levels of 
awareness and ability. 

Restimulative Tending to re-stimulate part of 
the Reactive Mind 

Scientology An applied religious philosophy, 
dealing with the study of knowledge which, 
through the application of its technology, 
can bring about desirable changes in the 
conditions of life 

Sea Org The Sea Organization, the elite manage 
ment of Scientology 

SHSBC Saint Hill Special Briefing Course 

Solo Auditing After special training, the audit 
ing of Grade VI and Clear on oneself (when 
one is both the auditor and preclear) with 
the aid of an E-Meter 

Tech or Technology The methods of applica 
tion of an art as opposed to mere knowledge 


of it 
Thetan The person himself—not his body or 
name, the physical universe, his mind, or 


anything else; that which is aware of being 
aware; the identity that IS the individual 
(from Theta (0), the Greek symbol for 
“thought” or perhaps “‘‘spirit."’) 

Twin A student assigned to work with another 
student. This pair coach each other through 


drills and give checkouts on material studied 
Uptone High on the emotional tone scale. (see 
Science of Survival by L. Ron Hubbard 
VA Grade VA Release 
Word Clearing The action of ‘‘clearing’’ the 
meaning of a word which has been mis 
understood, There are 9 methods. Method 
One is an auditing action in which words 


misunderstood in past subjects are cleared 


th jictionar 
. a dicti ary 


bed 


Rev. Allan 


ica, Michigan’ “Vota iat asset 
se BANDIEA GAIL JACKSON to JEFFREY ALAN BEEMAN, on 


SELBY JARRELL, on August 17, 1974, 


Dy 


17, 1974, by the Rev. Connie Smith. 
Aupa 11, 1974, by aes 
by hes PACHECO to 


v! 


io ROY REED, on August 3, 1974. 


JO-ANNE GAIL BEAN, HDC, to BRIAN ERIC NIELSON, 
IV, on May 29, 1974, by the Rev. Edward Campbell. 


ANNIVERSARY is. - 
RALPH K. and L. SWANSON celebrated their 25th 
wedding on July 24, 1974. 

read the Dianetics book in“1950. Ralph is now Execu- 
tive or of the Orlando, Florida Scientology Mission. 


BIRTHS fe 


At Los Angeles, Calif d 

To DEBI and ART BACON. Class VI, a daughter, GINA MARIA, 
on August S, 1974. 

At Los es, California Pe 

To G and KEN HARDY, a son, DAMIAN EVAN, on 
April 19, 1974. 

At Highland Park, Illinois 

To NAN (Class IV, Grade IV) and BEN KUGLER (VA), a son, 
RYAN JAY, on August 1, 1974. 

At Los Angeles, California 

To CHRIS and RICHARD ROYCE, 2 son, CONAN THOMAS, on 
August 25, 1974. 

At West Chester, Pennsylvania 

To ANDY and GLORIA LEONARD, 2 daughter, NOELLE 
DAWN, on August 12, 1974. 


DH itiont announced inthe Auditor 
-t didnt happen. 


Send itin and make ita fact! 


The Hubbard Electrometer (E-Meter) is a religous arti 
fact used as a spiritud guide in the Church Confesiond. 
ht is an zid to the Auditor (minister. student, pastora 
Counsellor) in two-way communicetion, locating areas of 
Spiritual travel and m&cating spiritua weti bemg im an 
-ft has tong been Church policy that only ordained 
enters, theological students Preparing for ordination 
Or those seeking the highest levels of spiritust DIEE 
above Grade VA may use or hare pomemion of the Con 


fessional Aid. 


PRICE- $200, including internal tone am counter $s 
wath membership Sount ‘ 

Send check/momey order with verification thet you 
we entitled to orm and use the Church Confess onal zid 


Y nonverified requests will be returned with the check 
Of money order. 


ORDER DIRECT FROM 

The Church of Scientology 

of California 

Publications Orgenizztion 
27232 Wi. Temple St 

Los Angeles, Californie 90026 


Roland Whitman, maritime union official from Alaska on the 
Saint Hill Special Briefing Course at ASHO, takes 2 moment to 
write a poem. 


At the conclusion of VA, J feel really good. J feel more alive 
than ever before — and more ME. I know who I AM! I can feel 
myself getting closer and closer to CLEAR and It's a nice feeling 


J want to thank my auditor, Will Carter, and Ron, whose tech 
Iam appreciating more and more as I move up! 


PAMELA CHAMPAGNE 
Tennis Professional 


Grade VA auditing has been a real harvest time of new free- 
dom. The time track suddenly seems straight, with no stuck 
points. Many thanks to my auditor, all at ASHO and LRH. 


MICHAEL BLAGG 
Quebec 


Get the New Sound 
Created by L.Ron Hubbard 


When L. Ron Hubbard sets out to create music for 2 
new and better world. the result is 2 sound so free. so 
dynamic it leads you right to the upper reaches of the 
emotional tone scale. 

Bright. alive, bursting with the sheer joy of life itself. 
This music has already taken two whole countries! 

POWER OF SOURCE brings revitalization to 2 music 
world long awaiting the sound of the future. It's per- 
formed by The Apollo Stars. 2 group of 10 OT musicians 
Ron worked with closely for many months 

Three orginal pieces by Kon 2nd the Stars reflect all 
the vigor of the world’s most rapidly expanding religon- 
Were Moving In, Power of Source, My Dear Portugal 
With refreshing new energy. the Stars play two traditional 
songs, Johnny Comes Marching Home amd Summertime 

POWER Of 2 mest for your recor 


$7 per LP 


Order your copy today direct from Church of Scien 
ty of Californie Publications Dept. 104. 2723 W 
LA. Cait. 90026 


POWER OF SOURCE l 
ORDER FORM 


Te am mm ee es ee eee a ma 


pee 


Hubbard. nt AEn 
All cant sddrelaed lo me shall EIEII 


me, 
Standing Order No. 2 


All HCO Personnel and Scientology Person- 
nel should not discourage communication to 


J am 7 to y 
By Terao being is only as valuable 
as he can serve others. = Se 


New ASHO. Any letter will be sent to 


2 Write care of your local Church or the 
$ Ron within 24 hours of receipt. 


TEACHERS. New Educational Checksheet materials for use by 
twos of by full private or public school classes from preschool 
to age 14. Hi sch. checksheets available soon. Witte Sylvia Hare, 
Abilities Research Associates, PO, Box 85134, LAs, Ca. 90072 
ROOMS in Son. Houses. For housing in L.A. write/call Bonnie 
Clark, 2400 W. Hh S., L-A- 90006, 340-1154, Grate loving room 

kitchen, bathrooms. Coinop washer/dryer. Remak by month 
only. 

ANNOUNCEMENT: I'M HERE! I'm OT 3/OT 7, Class 6 prow. 
27, male, bright, highly ABC, and ambitious: witter, manager. 
would -be-musician, port, philosopher, systems consultant, social 
mvemor,. and freelance t n. WANTED: REAL TERMINALS 
ANDWIDER GAMES friends, business smociaties, tc. 
Vick 2 game: maybe we'll play What do you need and want! 
Be teal to me—write me 2 letter! Uartin, cjo Scientdozy, 30 
Fifth Ave., MYC. 10011 

DON'T BE EFFECT of rising rental prices. Unite in a national 
Wholesale Buying Club. Boy direct from the factory at amazing 
savings: Details SOf B.A. Johnson, 14263 Valley Vista, Sherman 
Oaks, Cz. 91403 

SCIENTOLOGY CREDIT UNION PAYS TAD write: Freedom 
Federal Credit Union, 1046 Olive Dr., Davis, Ca. 95616, for data 

THE CODE OF HONOR, now zvailable on 10 x 33 bras plaque 

LEH inscription. $25 e2. (post paid). Send to Joe Patterson 411 

N. Lafayette Park PL, Los Angeles, Ca. 90076 

BISHOP'S CASTLE EXPANDS. 1919 N. Beachwood 

WOOE, Ca. GO $636079. Scientology Geet Howse 
upat spect. wi ing poA, mests. Wiiyjmanthiy tates. A home 
away from home with ARC 

HAVE MONEY” written by PAdie Wooderwn 
ii OT Vil, howe Authority 


J. Principes et 2ppre 


Hoti 


Safe 


Book “HOW T 


Boz 3064. Samia Ve Sp 


we winmng with aendacd SetentcAozy 

2 safe s ton cteative warning 
Bonnie % ety, Los Feliz Apple 
2 642-4625 


UTRITION CENTER: Valier Vitamins 
only agent authorized by Kon ta the 
y 118 E: SC z x 3 (ALR 4 Gt K fon om 
S$ Oct 71) vito. Fric 
Å. Ca. 90057. (213 
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Utica, Michigan , 
SANDRA GAIL JACKSON to JEFFREY ALAN BEEMAN, on 


17, 1974, M the Rev. Connie S Smith; 


At Aurora, Colora 
JANET PACHECO to 
by the portman + wee 


BIE ADAMS to, ROY REED, on August 3, 1974. 
aei Farmington, Maine 
JO-ANNE GAIL BEAN, HDC, to BRIAN ERIC NIELSON, 
Class IV, on May. 29, 1974, by the Rev, Edward Campbell. 


ANNIVERSARY 
RALPH K. and DOROTHY L. SWANSON celebrated their 25th 
wedding Anniversary on July 24, 1974. 

They read the Dianetics book in°1950. Ralph is now Execu- 
tive Director of the Orlando, Florida Scientology Mission. 


BIRTHS ; 

At Los Angeles, California 

To DEBI and ART BACON, Class VI, a daughter, GINA MARIA, 
on August §, 1974, 

At Los les, California 

To GINNY and KEN HARDY, a son, DAMIAN EVAN, on 
April 19, 1974. 

At Highland Park, Ilinois 

To NAN (Class IV, Grade IV) and BEN KUGLER (VA), a son, 
RYAN JAY, on August 1, 1974, 

At Los Angelesi California 

To CHRIS and RICHARD ROYCE, a son, CONAN THOMAS, on 
August 25, 1974, 

At West Chester, Pennsylvania 

To ANDY and GLORIA LEONARD, a daughter, NOELLE 
DAWN, on August 12, 1974. 


Of ition announced inthe Auditor 
„t didnt happen. 
Senditin and make ita fact! 


LBY JARRELL, on August 17, 1974, 


adie ja a 


Have it there 
when you need it. 


The Hubbard Electrometer (E-Meter) is a religious arti 
fact used as a spiritual guide in the Church Confessional, 

It is an aid to the Auditor (minister, student, pastoral 
counsellor) in two-way communication, locating areas of 
spiritual travail and indicating spiritual well being in an 
area, 

It has long been Church policy that only ordained 
ministers, theological students preparing for ordination, 
or those seeking the highest levels of spiritual awareness 
above Grade VA may use or have possession of the Con 
fessional Aid, 

PRICE: $200, including internal tone arm counter, $160 
with membership discount. 

Send check/money order with verification that you 
are entitled to own and use the Church Confessional aid. 
Any non-verified requests will be returned with the check 
or money order, 


ORDER DIRECT FROM 
EN The Church of Scientology 
of California 
Publications Organization 
2723 W. Temple St. 
Los Angeles, California 90026 


Order your 
E-Meter today! 


POET'S CORNER 
Scientology POETS! Send your best to 
the Auditor Editor for Poet’s Corner. 


by the Rev. 


to FRED WAGNER, on Apri 27, 1974, by 


Roland Whitman, maritime union official from Alaska on the 
Saint Hill Special Briefing Course at ASHO, takes a moment to 
write a poem, 


At the conclusion of VA, I feel really good. I feel more alive 
than ever before — and more ME. I know who I AM! I can feel 
myself getting closer and closer to CLEAR and it’s a nice feeling 


I want to thank my auditor, Will Carter, and Ron, whose tech 
Iam appreciating more and more as I move up! 


PAMELA CHAMPAGNE 
Tennis Professional 


Grade VA auditing has been a real harvest time of new free- 
dom. The time track suddenly seems straight, with no stuck 
points. Many thanks to my auditor, all, at ASHO and LRH. 


MICHAEL BLAGG 
Quebec 


Get the New Sound 
Created by L.Ron Hubbard 


“Power 
Of 
Source” 


Astereo album of music 
entirely new and alive. 


When L. Ron Hubbard sets out to create music for a 
new and better world, the result is a sound so free, so 
dynamic it leads you right to the upper reaches of the 
emotional tone scale. 

Bright, alive, bursting with the sheer joy of life itself. 
This music has already taken two whole countries! 

POWER OF SOURCE brings revitalization to a music 
world long awaiting the sound of the future. It’s per- 
formed by The Apollo Stars, a group of 10 OT musicians 
Ron worked with closely for many months. 

Three original pieces by Ron and the Stars reflect all 
the vigor of the world’s most rapidly expanding religion— 
We're Moving In, Power of Source, My Dear Portugal. 
With refreshing new energy, the Stars play two traditional 
songs, Johnny Comes Marching Home and Summertime, 

POWER OF SOURCE a must for your record 
collection, The ideal gift for those you wish well. 

$7 per LP 

Order your copy today direct from Church of Scien- 
tology of California Publications Dept, 104, 2723 W 
Temple, L.A., Calif, 90026, 


POWER OF SOURCE 
ORDER FORM 
To Church of Scientology 
Publications Dept, 104 
2723 West Temple Street 
Los Angeles, California 90026 


album by L, Ron Hubbard. My donation i 
($7 per record) 
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CITY 


PHONE — . 
All orders shipped 


l Postage paid, ORDER YO! i 
See Gee a Gee cere a a a a ‚a foe 


l Please send me____ecopies of POWER OF SOURCI 


as 
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The Hubbard Communications Office 
exists to expedite the Communications 
and oversee the policies of L. Ron“ 
Hubbard. 

Standing Order No. 1 

ths mail addressed to me shall be received by 


Standing Order No. 2 

A message b in all Sciento- 
logy Organizations so that any messages for me 
£ may be received by me. 
Q Standing Order No.3 
: All HCO Personnel and Scientology Person- 
nel should not dicong communication. to 
me. 

I am always ng to elp. 

By my own creed, a being is only as valuable 
as he can serve others. 


faa 


$ Write care of your local Church or the 
% New ASHO. Any letter will be sent to 
X Ron within 24 hours of receipt. 


OOOO 
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Personal Nie 


TEACHERS, New Educational Checksheet materials for use by 
twos or by full private or public school classes from pre-school 
to age 14. Hi sch. checksheets available soon, Write Sylvia Hare, 
Abilities Research Associates, P.O. Box 85134, L.A., Ca, 90072. 
ROOMS in Scn, Houses, For housing in L.A, write/call Bonnie 
Clark, 2400 W. 9th St., L.A. 90006, 380-1154, Share living room, 
kitchen, bathrooms, Coin-op washer/dryer, Rentals by month 
only, 
ANNOUNCEMENT; PM HERE! I'm OT 3/OT 7, Class 6 prov. 
27, male, bright, highly ARC, and ambitious: writer, manager, 
would-be-musician, poet, philosopher, systems consultant, social 
inventor, and free-lance thetan, WANTED: REAL TERMINALS 
AND WIDER GAMES friends, business associates, eto. 
Pick a game: maybe we'll play, What do you need and want? 
Be real to me—write me a letter! Martin, c/o Scientology, 30 
Fifth Ave., N.Y.C, 10011. 
DON’T BE EFFECT of rising rental prices. Unite in a national 
Wholesale Buying Club. Buy direct from the factory at amazing 
savings: Details 50¢. B.A. Johnson, 14263 Valley Vista, Sherman 
Oaks, Ca, 91403, 
SCIENTOLOGY CREDIT UNION PAYS 7%% write: Freedom 
Federal Credit Union, 1046 Olive Dr., Davis, Ca, 95616, for data, 
THE CODE OF HONOR, now available on 10 x 13 brass plaque. 
LRH inscription, $25 ea, (post paid). Send to Joe Patterson 411 
N. Lafayette Park PI., Los Angeles, Ca. 90026 
BISHOP'S CASTLE EXPANDS. 1919 N. Beachwood, Holly 
wood, Ca, 90028, 463-6079, Scientology Guest House. Safe, 
upstat space, swimming pool, meals, Wkly/mnthly rates. A home 
away from home with ARC! 
Book “HOW TO HAVE MONEY” written by Eddie Wooderson, 
Class VII and VII OT VII, Issue Authority granted by Flag, 
Book gives basic Sen, principles as applied to money and hand- 
ling personal finances, Control your money better, Buy book at 
orgs and missions or send $2,50 (post paid, Calif, residents add 
tux) to Eddie Wooderson, P.O, Box 3064, Santa Fe Springs, 
Calif, 90670, 
APPLE SCHOOL Children are winning with standard Scientology 
study tech! For more info on a safe space for creative learning, 
Grades 1 thru 6 Contact Bonnie McNeely, Los Feliz Apple 
School, 4155 Russell, L.A. 90027, 662-8025 


VALOR VITAMINS NUTRITION CENTER: Valor Vitamins 
Nutrition Center is the only agent authorized by Ron in the 
Western U.S., specializing in Vitamin E and original GUK formu 
la, We carry enteric coated (see HCOB 25 Oct 71) vitamins, Price 
lists on request, 740 S. Alvarado St., L.A. Ca, 90057, (213) 
HUbbard 3-9832, We ship FREE anywhere in Continental U.S. 


YOU can save lives, and the future of many of our best young 

people by making a monthly allotment to Narconon, Send to 

Narconon, 1229 S. Westmoreland, L.A.. Calif. 90006, It is 

needed now 

SCIENTOLOGY JEWELRY FOR DISSEMINATION! Pins, med 

illions, cufflinks, fine jewelry, Fstablished 1968 forwarding Dis 
tion of Scient wy through Scientology symbols, DIMEN 
IVE, 1635 W. 9th, Los Angeles, Cal. 90017 


s in this column at the rate 
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Send to Editor of the Audit New Ameri 


Saint Hill 
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Now there are 
4390 Clears ! 


9 Avra Honey Smith, Buffalo 

O Dick Thompson, San Francisco 
1 Jennie Osipko, Los Angeles 

2 Cindee Bake, Toronto, Ontario 
3 Dini Petty, Toronto, Ontario 

4 Wayne Cook, Dallas, Texas 


He 
ats 


gees 
(el 
a 


: 
: 


Susan Hamady, Detroit, Michigan 
iana Kidwell, Santa Clara 
Anderson, Seattle 
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iae Kennedy, Los Angeles 

nda Darlington, Denver 

y Chambers, Minneapolis 
Langford, Cherry Hill, N.J. 
tty Mazza, New York 

hillip Erle Parke, Salt Lake City 
huck Williams, St. Louis, Missouri 
ynthia Thearle, Edmonton, Canada 
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GO CLEAR 


On the Clearing Course you will free 
yourself at last from reactive pressures 
and compulsions and open up a new life 
with far greater potential. 


A Scientology Clear has: 
*Creative Imagination 
* Amazing Vitality 
*Deep Relaxation 
*Good Memory 
*Strong Will Power 
*Radiant Health 

*Magnetic Personality 


Follow the route to Clear in your 
local organization, then to ASHO for 
your Power Processing, and on to the 
Advanced Organization of Los Angeles 
for Grade VI and then CLEAR. 

Prerequisite: 
Solo Auditor Course. 

Donation: $800. 

Write the Letter Registrar, AOLA for 
full details of the advanced discount 
plan. 

SEND your check or money order to 
The Registrar, Church of Scientology of 
California, AOLA, 916 S. Westlake, Los 
Angeles, California 90006. 


ASHO Release Tally 
14,431 


This figure changes daily. Watch the 
next Auditor for the latest tally. 
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SAINT HILL SPECIAL 
BRIEFING COURSE 
GRADUATES: 

Jack Hershberger 

Vera Prinz, returning 

to Munich, Germany. 


NEW STUDENTS ON THE SAINT HILL 
SPECIAL BRIEFING COURSE: 

Buz Taylor, Sally Peck, Andy Pollack, Lovell 
Fuhrman, Terry Smith, Elaine Savitsky, Carter 
Manierre, Donna Holm, Steve Tregilgas, Dennis 


Pero, Sarge Gerbode, Lance Milne, Beth 
Shaffer, Andy Messing, Don Jensen, John 
Zegal, Dan Homan, Carol Homan, Greg 
Daniel, John Colletto. 

CLASS VII: 

GRADUATES 


Mark Elstner. 


CLASS VIII: 
GRADUATES 


SUPERLITERATE: 
Carolyn DeWolfe, Steve Grant, Jeanne Weston, 
Goldie Wood, Bob Nelson, Janice Nicolosi, 
Roy Albert, Sue Westerman, Alice Griffith, 
Doug Scott, Garry Lee Hill, Hugh Daniel, 
Terry Morrill, Dennis Pero, Robert Cleveland, 
Sally Peck. 


POWER RELEASES 
Sally Burkart, Helen Gariepy, Mark Vavrus, 
Amy Chambers, Larry Richardson, Hugh 
Franklin, Carolyn Bell Percy, Gary Campbell, 
Barbara Caldwell, Cynthia Richardson, Cindee 
Bake, Dick Killian, Rebecca Chambers, Evan 
Ferris, Bruce Partridge, Jack Hershberger, 
Karen Hofner, N. David Culver, Eric Korver, 
Gerald Charles, Peter Devoney, Delyse 
Coursey, Shirley Turney, David Schnare, Ross 
Turney, Leon D. Matthew, Gregory Layton, 
Russell Fisher, Birdie Carter, Michael Argue, 
Shalom Lichtman, Dorothy Angus, Linda 
Larson, Marie Bannon, William Shields, Jr., 
Theresa Christeansen, Nancy Harmon, Julie 
Good, Barbara DeCelle, Lorna Farca, Bill 
Ruddock, Lenny Macaluso. 


YOUR ROUTE TO CLEAR BEGINS HERE 
AT THE CHURCHES OF SCIENTOLOGY 
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RECENT GRADUATES AND 
RELEASES FROM ASHO 


19 Clifford 


HURRY — ONLY 3 MONTHS TO GO IN 1974! 


ALL BARRIERS REMOVED 
With Fast Flow training you can be on Ron’s 
Saint Hill Special Briefing Course this year. 
Get the full understanding of life and people 
you came into Scientology to find. 


START NOW. COME TO ASHO 
for the Saint Hill Specia’ ~ `~- Course! 
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MORE STUDENTS SCHEDULED TO osz 
START THE SAINT HILL SPECIAL SrO 
BRIEFING COURSE IN 1974. 32 w 
Bs 9 
of & 
Barry Smith, Alice Cox, Mac Mac Gaughey, =] Zz 
Doug Bezek, Harold E. Cole, Carl Manuelian, = = 
Paul MacDonell, Sue Ney, Greg Potter, Gail a ° 
Peterson, Brian Pearce, Halli Walker Roeyer, cs 
Carol Scheckner, David Woodrich, Kathleen e] 
Dixon, Ronald Lee King, Vivian Keller, John (3) 
Loyer, Ron Minor, Bruce Pick, Dale s$ 

Richardson, Rachel Skinner, Tom Wilker, 
Jason M. Adams, Steve Bretka, Margaret 


Davis, Richard De Armond, Eliot De Mello, 
Sheila Ferris, Susan Hamady, Denise Henson, 
Jon Kahn, Barney Kroll, Karyn McCance, 
Steve Oleck, Dave Pennigon, Lorette Poole, 


Diane Stockpoole, Wayne Stromko, Debbie 
Isaacs, Marilyn Reinhart, Antonio J. Senti, 
William Moon, Paul D. Spencer, Thomas 


Osborne, Alfred Bellezza, Denis Rousseau, 
Bob Flanagan, Barbara Getto, Michael Griss, 


Paul Hoban, Ken Reeder, Richard Rucys, 
Minerva Marache, Frederick H. Currie, Terry 
Hayes, Marc W. Clement, Art Moore, Karl 


erusosyeg ‘sajesuy soq 


ye pied adejsod ssejy puz 


King, Barbara Benezra, Sandy Keating, Stuart 
Smith, Paul Mumford, Ron Pierce, Virginia 
Stafford, Dave Getto, Inge Syvertson, Nelson 
Guillory,Delight Rentfrow. 


Get the full taped lecture 
on marriage by Ron. 


Plus a second lecture “Child Scientology” by 
Ron on the same reel. 
These lectures give you a clearer understanding 
which will lead to a harmonious and stable marriage. 
Tapes are 60 minutes each on a 71⁄2” reel. 
What is the adventure of the 2nd Dynamic 
and how does it affect the individual is 
( ce" £ contained in these exciting lectures. Buy these 
tapes—you will want to listen to them over and over again. 
Donation: $30.00. Send check/Money Order to Dept. 104, 
Church of Scientology of California, Publications Organization, 
2723 West Temple Street, Los Angeles, Cal. 90026. (All orders 
shipped within 24 hours). 


Church of Scientology of 
143 Nenue St. 


Church of Scientology 
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